Albrecht. 


Declaration of Conformity 
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We hereby declare that our products: 


Bluetooth™ Headset(s) 
Albrecht BT 1000 / BT 2000 


correspond to all technical regulations applicable to the products within the scope of 
European harmonized Standards and EU Council Directives: 


73/23/EEC, 89/336/EEC and 99/5/EC 
EN 300 328-2 V 1.2.1 ; EN 301 489-01 V 1.3.1 ; EN 301 489-17 V 1.1.1 ; 
EN 60 950 : 1992 + A1, A2, A3, A4, A11 


All essential radio test suites defined in the standards have been carried out and certified by 
TÜV Rheinland Product Safety GmbH, the Notified Body Nr. 0197 has issued a certificate 
under Registration Nr. KT 60003875 0002 and Report Nr. 21104740 001. 


This declaration is issued under the sole responsibility of the manufacturer. 
Basing on this declaration, the products may be used in following European countries: (national 
regulations may apply for licences or service charges) 


A, B, CH, D, DK, E, F, FIN ,FL, GB, GR, H, I, IS, IRL, L, MC, N, NL, P, S 


Place and date of issue: 
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D-63303 Dreieich, 11.02.2003 Dipl.-Phys. Wolfgang Schnorfenberg 
Daimlerstr. 1 k ALAN Electronics GmbH 


